

    


    
      Fig. 14. 
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        Results from the kinemetry fit described in the text. Parameters obtained from the kinemetry analysis (Krajnović et al. 2006) (top). The PA of the fitted ellipses, their ellipticity q (second panel), k1 (third panel) is the first kinematic moment (equivalent to the rotation curve) and k5/k1 (fourth panel) the deviation from simple rotation.

      

    

  
    
      Fig. 16. 

      
        [image: thumbnail]
      

      
        Velocity fits to the host (top) and companion (bottom) as described in the text. Dotted values are regions of measured flux, overlaid are contours from PanSTARRS images as in Fig. 12.

      

    

  